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Shivcau of the IHint 


fgiasMnotcm. ji. <r., October 27, 1895. 


Superintendent Mint D.S., 


Philadelphia, Penna. 


Sir: 

-«ji • 

• • 

Hereafter when transfer orders are made of uncurrent silver coin to 
you for recoinage, in counting the denominations I will thank you to 
separate the dollars coined in 1875 and prior years from those of 1878. 
'In case any foreign silver coins are received on these orders, you 

ftr 

will reject them, and hold them subject to the order of the Treasurer, 

• « . * # 

as to melt any foreign coins with our own coins for recoinage, make.s 

f 

the statement of recoinages incorrect, and I desire as far- as possible 


to obtain accurate figures of our own coins melted for recoinage. 


Respectfully yours. 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
October 27, 1893 

Superintendent Mint U.S., 
Philadelphia, Penna. 

Sir: 


Hereafter when transfer orders are made of uncurrent silver coin to you for recoinage, in 
counting the denominations I will thank you to separate the dollars coined in 1873 and prior 
years from those of 1878. In case any foreign silver coins are received on these orders, you will 
reject them, and hold them subject to the order of the Treasurer, as to melt any foreign coins with 
our own coins for recoinage, makes the statement of recoinages incorrect, and I desire as far as 
possible to obtain accurate figures of our own coins melted for recoinage. 

Respectfully yours, 

R.E. Preston 

Acting Director of the Mint. 



